ETag: "569b2bbfc36bfc86425501ab64386ba8"
accept: */*
authorization: LOW jGtgXt7sQMGnWmMf:REDACTED_BY_IA_S3
content-length: 493027
expect: 100-continue
host: s3.us.archive.org
user-agent: curl/7.19.7 (x86_64-pc-linux-gnu) libcurl/7.19.7 OpenSSL/0.9.8k zlib/1.2.3.3 libidn/1.15
x-archive-auto-make-bucket: 0
x-archive-ignore-preexisting-bucket: 1
x-archive-meta-call--number: gutenberg etext# 30784
x-archive-meta-contributor: Project Gutenberg
x-archive-meta-description: Book from Project Gutenberg: Dictionnaire raisonné de l'architecture française du XIe au XVIe siècle (4/9) Library of Congress Classification: NA
x-archive-meta-language: fre
x-archive-meta-licenseurl: http://www.gnu.org/licenses/gpl.html
x-archive-meta-mediatype: texts
x-archive-meta-rights: Public domain in the USA.
x-archive-meta-source: http://www.gutenberg.org/ebooks/30784
x-archive-meta-subject: Architecture -- Dictionaries
x-archive-meta-title: Dictionnaire raisonné de l'architecture française du XIe au XVIe siècle (4/9)
x-archive-meta01-collection: gutenberg
x-archive-meta01-creator: Viollet-le-Duc, Eugène-Emmanuel, 1814-1879
x-archive-meta01-creator-alias: Viollet-le-Duc, Eugene-Emmanuel
x-archive-meta01-subject: Architecture -- France
x-archive-queue-derive: 0
x-upload-date: 2011-06-25T01:40:12.000Z
